CHAPTER XX
VI

RHEOSTATS AND LARGE FURNACE FOR HEAT TREATING

PHOTO No. 3, page 119, shows a rheostat suitable for a heat-
treating or ignition laboratory muffle furnace with a muffle of

PHOTO 55.
14X5|X7|  inches,  Photo No.  4,  page  119.    It will control a
maximum current consumption of 15 amps, at 220 volts, giving
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